From: NC Gov. Cooper [ncgovernor.webforms@gmail.com] 

Sent: 11/10/2017 12:39:38 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments uniess verified. Send aii suspicious emaii as an attachment to 
report.spam@nc.gov. 


Submitted on Friday, November 10, 2017 - 12:39 pm 
Submitted by anonymous user: 10.10.25.4 
Submitted values are: 


First Name FRED 
Last Name EHRGOTT 
City OCEAN ISLE BEACH 
State NC 

Email fehrgott@aol.com 
Phone Number 
Message 

I LIVE IN BRUNSWICK COUNTY, WHERE WE CURRENTLY HAVE A CONTAMINATED WATER 
SUPPLY TO DEAL WITH. IT IS NOT SOMETHING I WISH OTHER NC RESIDENTS TO HAVE TO 
DEAL WHH. PLEASE OPPOSE THIS PIPELINE. NC IS BLESSED WITH ABUNDANT WIND & 
SUNSHINE; THESE SHOULD BE THE FOCUS OF ANY NEW ENERGY PROJECTS. THANK YOU FOR 
YOUR CONSIDERATION! 


The results of this submission may be viewed at: 
https://governor.nc.gOv/node/ll/submission/24907 










